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CONFIDENTIAL 
PAGE 01 STATE 210528 
12 

ORIGIN AF-06 

INFO OCT-01 EUR- 1 2 ISO-OO CIAE-00 INR-07 NSAE-00 /026 R 

DRAFTED BY AF/W:AMB. SAMUELS :MN 
APPROVED BY AF/W:JKBISHOP 
EUR/CE:SSTEINER 

100941 

R042213Z SEP 75 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN 
INFO AMEMBASSY FREETOWN 

CONFIDENTIAL STATE 210528 

E.O. 11652: GDS 

TAGS: OVIP (KOROMA, S. I.) 

SUBJECT: HEALTH OF VICE PRESIDENT KOROMA 

FOR AMBASSADOR HILLENBRAND FROM AMBASSADOR SAMUELS 

1. BEGIN UNCLASSIFIED. THROUGH MY GERMAN COLLEAGUE IN 
FREETOWN I HAVE LEARNED THAT SIERRA LEONE VICE PRESIDENT 
KOROMA IS UNDER TREATMENT IN UNIVERSITAETSKLINIK AT BONN. 
WOULD MUCH APPRECIATE YOUR HAVING MEMBER OF YOUR STAFF 
PERSONALLY DELIVER SUITABLE FLOWERS TO VICE PRESIDENT 
WITH BEST WISHES FROM ME AND MRS. SAMUELS FOR SPEEDY 
RECOVERY. 

2. PLEASE LET ME KNOW AT FREETOWN COST OF FLOWERS AND 
METHOD OF REIMBURSEMENT YOU PREFER. END UNCLASSIFIED. 

3. BEGIN CONFIDENTIAL. ASIDE FROM MY PERSONAL CONCERN, 
KOROMA'S MEDICAL CONDITION AND PROGNOSIS OF GREAT INTEREST 
FOR SIERRA LEONE DOMESTIC POLITICS. WOULD GREATLY 
APPRECIATE ALL INFORMATION YOU CAN OBTAIN. END CONFIDENT- 
IAL. KISSINGER 

CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: greeneet 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE210528 

Document Source: CORE 

Document Unique ID: 00 

Drafter: AMB. SAMUELS:MN 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D750307-0092 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750982/aaaacvbi.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN AF 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 JUN 2003 by ifshinsr>; APPROVED <09 OCT 2003 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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